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Tools used in this guide 

• Common Sense 

• Vaccuum Cleaner 
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Step 1 - 

• Very nice examples liere of being well ventilated. 




Step 2 

• Don't have your system like this. 



© 2010 iFixit — CC BY-NC-SA 



www.iFixit.com 



Page 2 of 3 



Xbox 360 Preventative Maintenance 



Follow these guidelines and it'll help your system breathe that much better. 
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